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| SUBST t Sterage and Handling ~« Pea $23 Fual 
REPERENC s (a) Gkc-0624 dated 19 august 1960 titled 


"Storage ar Handling ~ Pid $23 Fuel for 
JTL1-204 Engine” 


| i, Aw catlined in reference (a) weno, thermal stabllity of subject 
fuel fe adversely affected by any contact with copper and/or ellver,. 
! Kegent. teste indieate that « contamination level of .0$ ta .10 part 
copper in one million parte fuel definitely deteriorates thermal stability. 


3 <. Currant refinery procedure calls for flushing each railroad tank 
! car with PuA 523 fuel prior to shizwat. This is to eliminate any 

: reaidual fusl, water, rust, seale, susyered iron particles, or fangus, 

| as well as copper and eilver, 


3e Current Pratt 4 Wiltmey practice is te flush storage tanke and 
tank farsa pludsding with AYA $23 fuel approximately every nine wonths 
for the above reasons. 
4s It de reconssrsied that the procedures outlined in paragraphe 
2 ani 3 be followed in the handling of Project PHA $23 feel. 
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